WORK ORDER FIELD TICKET 


02/16/2012 1:04pm 


Work Order 33225-W 


Type: CABLE ENGINEERING 

Priority: 

O/B - ON OR BEFORE 

Status: Open 

Received Date: 

2/16/2012 

Owner: 

Schedule Date: 

3/1/2012 

Operator: mwiseman 

Tech Group: 

Technician Id: 

Requestor: HANCHETT, JAMES 

Phone: 

5-2607 

Email: JAMES.HANCHETT@STATE.MA.US 

Fax: 

5-2608 

Location: Building: 126 

Floor: 

02 


Room: N236 


MORRILL SCIENCE CENTER I 


Description: WMASS PUBLIC HEALTH 
MORRILL 1 #126 
MORRILL IV #347 

DO IN CONJUNCTION WITH 33461-G 

1. MOVE AND UPGRADE 601 TO 4220 PHONE 5-5992 FROM MORRILL IV RM N224, JK 347-02-1-017A TO 
MORRILL I RMN449, JK 126-04-1-017A. 

2. INSTALL 4220 PHONE 5-5967 IN MORRILL I RM N449, JK 126-04-1-017B. 

3. INSTALL ANALOG LINE 5-5917 IN MORRILL I RM N449, JK 126-04-1-017C. 

EQUIPMENT $50.00 
ANALOG LINE $170.00 
LABOR $97.50 

TOTAL CHARGE $317.50 

CHARGE ONE TIME TO SPEEDTYPE #TF0010 
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Order Item 33225-W-001 


Type 
Status 
Tech Group 
Technician Id 

Replace Equipment 
Open 


Due Date: 

Est. Time: 

Est. Cost: 

3/1/2012 

Old Information 

User ID 

User Name 

Item Nbr. 

545599201 

MAJEWSKI, CHRISTINE 

D601 

Location: Building: 

Quantity: 
Start/Stop Date: 

Floor: 

1.0 

08/01/1997 

Deinstall Date 

Action 
Serial Nbr 

None 


Get from Loc.: 

Return to Loc.: 


LEN/Port Information: 

Directory Nbr.: (413) 545-5992 





Switch Node: 

LENNbr.: 



Room: 


Cable Information: Jack ID: 

Distribution ID: Cable: Pairl: Pair 2: Pair 3: Pair 4: 


New Information 

User ID: 545599201 


Quantity: 

User Name: MAJEWSKI, CHRISTINE 

Start Bill Date: 

Item Number: D4220 


Stop Bill Date: 

Location. 

Building: 

Floor: 

Serial Nbr: 

LEN/Port Information. 

Directory Nbr.: (413)545-5992 



Switch Node: 

LENNbr.: 

Cable Information: 

Jack ID: 



Room: 


Description: User: CHRISTINE MAJEWSKI / Item: DIGITAL 8 BTN SET - 601 
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Order Item 33225-W-002 


Type 
Status 
Tech Group 
Technician Id 

Old Information 

User ID 
User Name 
Item Number 


Change Equipment/Services 
Open 


545599201 

MA JEW SKI, CHRISTINE 
DL1 

Location: 


Due Date: 
Est. Time: 
Est. Cost: 


3/1/2012 


Quantity: 1.0 
Start/Stop Date: 08/01/1997 


Serial Nbr: 

LEN/Port Information: 

Cable Information: 


Building: 347 Floor: 02 

MORRILL SCIENCE CENTER IV 


Room: N224 


Directory Nbr.: (413) 545-5992 
Switch Node: ERA 1 
Jack ID: 347-02-1-017A 


LENNbr.: 27 0 51 03 


Distribution ID:34702N224 

Cable: 347-02-1-017A 

Pair 1: 

1 

Pair 2: 

Pair 3: 

Pair 4 

Distribution ID: 347-02-1 

Cable: 1260045B-0200 

Pair 1: 

161 

Pair 2: 

Pair 3: 

Pair 4 

Distribution ID: 126-01-1 

Cable: A0404-0375 

Pair 1: 

333 

Pair 2: 

Pair 3: 

Pair 4 

Distribution ID:MDFA04 

Cable: 

Pair 1: 


Pair 2: 

Pair 3: 

Pair 4 


New Information 

User ID: 545599201 
User Name: MA JEW SKI, CHRISTINE 
Item Number: DL1 

Location: 

Serial Nbr: 

LEN/Port Information : Direcl 


Quantity 

TINE Start Bill Date 

Stop Bill Date 

Building: 126 Floor 

MORRILL SCIENCE CENTER I 
Directory Nbr.: (413) 545-5992 


1.0 

8/1/1997 


Room: N449 




Switch Node: ERA1 

LENNbr.: 

27 0 51 03 



Cable Information: 

Jack ID: 347-02-1-017A 





Distribution ID: 

34702N224 

Cable: 347-02-1-017A 

Pair 1: 1 

Pair 2: 

Pair 3: 

Pair 4 

Distribution ID: 

347-02-1 

Cable: 1260045B-0200 

Pair 1: 161 

Pair 2: 

Pair 3: 

Pair 4 

Distribution ID: 

126-01-1 

Cable: A0404-0375 

Pair 1: 333 

Pair 2: 

Pair 3: 

Pair 4 

Distribution ID: 

MDFA04 

Cable: 

Pair 1: 

Pair 2: 

Pair 3: 

Pair 4 


Description: User: CHRISTINE MAJEWSKI / Item: DIGITAL LINE / Equipment Location: MORRILL SCIENCE CENTER IV, Floor 
02, Room N224 


Page 3 of 4 


Folk OIG PRR 100646 







Order Item 33225-W-003 


Type: Add Equipment/Services 
Status: Open 
Tech Group: 

Technician Id: 

User ID: 545596701 
User Name: MORRILL IV RM N449 

User Number: 

Item Number: D4220/DL1 

Location: Building: 

Serial Nbr: 

LEN/Port Information: Directory Nbr.: 

Switch Node: 

Cable Information: Jack ID: 


Due Date: 3/1/2012 
Est. Time: 

Est. Cost: 

Quantity: 1.0 
Start Bill Date: 

User Number Type: 

Get from Loc.: 

126 Floor: 04 

MORRILL SCIENCE CENTER I 

(413) 545-5967 

LENNbr.: 


Room: N449 


Description: 
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